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Message Text 



UNCLASSIFIED 

PAGE 01 BUD APE 02464 291232 Z 
43 

ACTION AGR-20 

INFO OCT-01 EUR-25 ADP-00 EB-11 PPTE-00 SCA-01 INR-10 

RSR-01 RSC-01 /070 W 

084767 

R 290813 Z JUN 73 
FM AMEMBASSY BUDAPEST 
TO SECSTATE WASHDC 9786 

UNCLAS BUDAPEST 2464 

E. O. 11652: N/A 
TAGS: EAGR, HU 

SUBJECT: VISIT BY FAS COOPERATOR ORGANIZATION 
REF: STATE 106910 

PASS AGRICULTURE ( PETER GIBS, GRAIN AND FEED DIV, FAS) 

1. THREE DAYS RECOMMENDED FOR SURVEY, PARTICULARLY IF PLANT IS 
TO BE VISITED. ITINERARY WILL INCLUDE MINISTRY AND TRADING 
ORGANIZATION OFFICIALS, AND PLANT. 

2. TO ARRANGE PLANT TOUR A MINIMUM OF TWO WEEKS PREVIOUS TO 
ARRIVAL WE MUST HAVE THE FOLLOWING INFORMATION FROM EVERY RPT 
EVERY INDIVIDUAL WHO WILL PARTICIPATE: NAME, MOTHER' S MAIDEN 
NAME, DATE AND PLACE OF BIRTH AND PASSPORT NUMBER. 

PUHAN 



UNCLASSIFIED 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUN 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BUDAPE02464 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: BUDAPEST 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730633/aaaajwao.tel 

Line Count: 48 
Locator: TEXT ON-LINE 
Office: ACTION AGRE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 STATE 106910 
Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04-0ct-2001 by phillir0>; APPROVED <24-Jan-2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980309 
Subject: VISIT BY FAS COOPERATOR ORGANIZATION 
TAGS: EAGR, HU 
To: AGR 

SECSTATE WASHDC 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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